Jimmy Durante - LP - 

James Francis Durante (Feb. 10, 1893 - Jan. 29, 1980) was an American singer, pianist, comedian and actor. 
His distinctive clipped gravelly speech, comic language butchery, jazz-influenced songs, and large nose helped 
make him one of America's most familiär and populär personalities of the 1920s through the 1970s. His jokes 
about his nose included referring to it as a Schnozzola , and the word became his nickname. 



1489 Durante, Jimmy This TrainAVhen love flies out the window WB 5456 (US) 1964 

Nice piano in the background on 1 - On 2 nice piano intro and all the way. A sure Leon session. 

Arr. & cond. Berry Botkin jr. - Prod. Jimmy Hillard. 


